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INTRODUCTION 

Purpose 

This  Guide  is  intended  to  provide  guidance  to  Applicants  of  waste  management  systems,  when 
requesting  approval  under  section  27,  Part  V  of  the  Environmental  Protection  Act,  R.S.O.  1990, 
Chapter  E.19  (EPA). 

This  Guide  is  designed  to  be  used  in  applying  for  the  approval  of  the  following  waste 
management  systems: 

(i)      General  Waste  Management  Systems  which  do  not  involve  activities  under  Soil 
Conditioner  Waste  Management  Systems  or  Hauled  Sewage  Waste  Management 
Systems; 

(ii)     Soil  Conditioner  Waste  Management  Systems  involve  management/transport  of  soil 
conditioners  including  non-agricultural  source  materials  (NASM)  and  processed  organic 
waste  (biosolids)  intended  for  land  application  at  agricultural  or  non-agricultural  sites 
established  under  the  Nutrient  Management  Act,  2002  (NMA)  or  the  Environmental 
Protection  Act  (EPA)  to  improve  soil  characteristics  for  crop  or  ground  cover  growth; 

(iii)    Hauled  Sewage  Waste  Management  Systems  involve  management/transport  of  hauled 
sewage  (septage). 

This  Guide  describes  the  approvals  process  in  general,  clarifies  the  information  required  by  the 
application  form  and  specifies  the  technical  information  that  may  be  required  in  support  of  the 
application. 

Background 

The  mandate  of  the  Ministry  of  the  Environment  (Ministry)  is  to  ensure  the  protection,  and  where 
degraded,  rehabilitation  of  the  natural  environment.  This  mandate  also  includes  preservation  of 
natural  resources  for  the  enjoyment  and  benefit  of  present  and  future  generations,  both  human 
and  animal. 

This  mandate  is  sanctioned  by  several  pieces  of  legislation  in  the  Province  of  Ontario,  which 
include  the  Ontario  Water  Resources  Act  (OWRA),  the  Environmental  Protection  Act  (EPA), 
the  Pesticides  Act  (PA),  the  Safe  Drinking  Water  Act,  2002  (SDWA),  the  Nutrient  Management 
Act,  2002  (NMA),  the  Environmental  Assessment  Act  (EAA),  and  the  Environmental  Bill  of 
Rights,  1993  (EBR),  together  with  regulations  made  under  these  Acts. 

These  Acts  and  regulations  establish  the  authority  and  responsibility  of  the  Ministry,  the  legal 
requirements  for  Applicants  of  various  proposals,  obligations  of  the  owners  of  existing  facilities 
and  equipment  with  respect  to  their  impact  on  public  health  and  the  environment,  and  the  rights 
of  residents  of  Ontario  with  respect  to  those  proposals,  facilities  and  equipment.  These 
requirements  and  rights  include  the  need  to  obtain  approvals  or  permits  prior  to  the 
implementation  of  proposals  that  may  have  the  potential  to  impact  public  health  and/or  the 
environment,  and  includes  the  right  of  the  residents  of  Ontario  to  be  made  aware  of  proposals  in 
order  that  the  public  has  the  opportunity  to  comment  on  those  proposals. 
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The  statutory  requirement  for  a  Certificate  of  Approval  (C  of  A)  for  a  waste  management  system 
is  contained  in  section  27  of  the  EPA.  Section  27  requires  that  approval  be  obtained  from  the 
Director  before  using,  operating,  establishing,  altering,  enlarging  or  extending  a  waste 
management  system  or  a  waste  disposal  site.  The  actual  C  of  A  is  issued  by  the  Director  under 
section  39  of  the  EPA. 

For  guidance  on  how  to  apply  for  a  C  of  A  for  a  waste  disposal  site  or  how  to  apply  for  a  C  of  A 
for  a  waste  management  system  for  mobile  waste  processing,  please  refer  to  the  Ministry's 
guides  entitled,  "Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites",  PIBS  4183e01  and 
"Guide  for  Applying  for  Approval  of  a  Waste  Management  System  for  Mobile  Waste 
Processing",  PIBS  6992e. 

How  to  Use  this  Guide 

Applicants  should  be  aware  that,  in  addition  to  the  approvals  and  permits  required  by  the 
Ministry,  other  Ontario  ministries  and  other  levels  of  government  (e.g.,  federal  or  municipal)  may 
have  approval  or  permit  requirements.   It  must  be  emphasized  that  approval  under  one  Act  does 
not  abrogate  the  requirement  to  obtain  approval  under  other  Acts  or  any  other  legislation.   For 
example,  in  addition  to  approvals  under  the  EAA  and  Part  V  of  the  EPA,  the  proposal  may 
require  approvals  under  section  9  of  the  EPA  for  discharge  of  contaminants,  including  noise, 
into  the  natural  environment  as  well  as  under  section  53  of  the  OWRA  for  sewage  works.  The 
local  District/Area  Office  of  the  Ministry  can  help  Applicants  determine  what  approvals  are 
required. 

It  is  the  Applicant's  responsibility  to  be  aware  of  and  to  understand  all  legal  requirements  of  the 
EPA  and  other  applicable  legislation.  Applicants  should  refer  to  the  Acts  and  regulations  for  a 
comprehensive  review  of  those  requirements.  Similarly,  for  an  in-depth  understanding  of  the 
Ministry's  guidelines  and  procedures,  Applicants  should  refer  to  the  publications  section  on  the 
Ministry's  website  at  www.ene.gov.on.ca/environment/en/resources/index.htm 

Reference  Documents 

The  Ministry  has  developed  examples  of  high  quality  and  complete  application  packages  for 
various  activities  that  are  subject  to  the  requirement  to  obtain  a  C  of  A,  including  applications  for 
waste  disposal  site.  The  sample  application  package  includes  the  completed  forms  and  all 
supporting  documentation  that  is  required  for  that  specific  type  of  application. 

These  examples  have  been  developed  as  a  means  to  establish  a  common  expectation  for  the 
level  of  documentation  that  is  required  to  demonstrate  compliance  with  Ministry  standards  in 
order  to  obtain  a  C  of  A.  They  have  been  developed  for  the  benefit  of  Applicants  to  illustrate  the 
approval  requirements  for  a  typical  application.  Additional  technical  information  and  documents 
may  be  required  for  a  site-specific  situation  depending  on  the  nature  of  the  application  that  is  to 
be  submitted. 

Example  of  applications  can  be  found  on  the  Ministry's  website  at 

www.ene.gov.on.ca/environment/en/industry/assessment_and_approvals/environmental_appro 

vals/STDPROD_080622 

Throughout  this  Guide  there  are  references  to  supporting  documentation,  either  Ministry 
publications  or  pieces  of  legislation,  which  Applicants  are  encouraged  to  review.  To  obtain 
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supporting  documentation  published  by  the  Ministry,  please  refer  to  the  publications  section  on 
the  Ministry's  website  at  www. ene.gov. on. ca/environment/en/resources/index.htm  or  contact  the 
Environmental  Assessment  and  Approvals  Branch  by  telephone  at  416-314-8001  (toll  free  at 
1-800-461-6290)  or  by  e-mail  to  eaabgen.moe@ontario.ca.  To  access  legislation,  please  visit 
Ontario's  e-Laws  website  at  www.e-laws.gov.on.ca,  contact  Service  Ontario  by  telephone  at 
416-326-5300  (toll  free  at  1-800-668-9938)  or  by  e-mail  to  e-laws@ontario.ca. 
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PART  1      WASTE  MANAGEMENT  SYSTEM  APPROVAL  PROCESS 

1.1  Penalty  for  False  Information 

Applicants  are  reminded  that  it  is  an  offence  under  section  184  of  the  EPA  to  knowingly  give 
false  information  to  the  Ministry  in  respect  to  matters  under  the  Act  or  regulations.   Penalties  for 
this  and  other  violations  could  result  in  fines  of  up  to  $4,000,000  for  the  first  conviction  and  up  to 
$6,000,000  for  each  subsequent  conviction  where  the  offence  is  committed  by  an  individual, 
and  $6,000,000  and  $10,000,000  respectively  where  the  offence  is  committed  by  a  corporation. 

1.2  Application  Preparation 

The  Applicant  is  responsible  for  preparing  a  complete  application  in  order  to  obtain  approval 
under  section  27  of  the  EPA.  The  work  to  be  completed  in  this  stage  is  independent  of  the 
Ministry  process  and  timing  will  be  highly  variable  based  on  the  available  resources  and 
background  information  available  to  the  Applicant. 

1.2.1         Pre-Application  Consultation 

Pre-application  consultation  is  a  dialogue  between  the  Applicant  and  the  Ministry,  prior  to  the 
submission  of  an  application  for  approval.   Pre-application  consultation  is  meant  to  assist 
Applicants  in  defining  the  environmental  objectives  for  the  project,  establishing  general 
acceptability  of  the  proposal  and  identifying  any  special  approval  related  requirements. 

1.2.1.1       Consultation  with  the  Ministry  of  the  Environment 

Where  pre-application  consultation  is  required  or  desired,  it  should  be  initiated  by  contacting  the 
local  District/Area  Office  of  the  Ministry  serving  the  area  in  which  the  proposed  waste 
management  system  vehicle  storage  yard  is  to  be  located.  The  District/Area  Office  may  call 
upon  or  direct  the  Applicant  to  other  offices,  branches  or  sections  of  the  Ministry  which  may  play 
a  role  in  the  approval  process.  To  find  the  appropriate  Ministry  District/Area  Office,  please  visit 
the  Ministry's  website  at 
www.ene.gov.on.ca/environment/en/about/regional_district_offices/index.htm. 

In  the  pre-application  consultation  with  the  Ministry,  the  Applicant  should  be  prepared  to  discuss 
the  nature  of  the  proposal  and  identify  the  equipment/process  which  constitutes  the  proposed 
waste  management  system  and  any  confidential  information  concerns.  The  Ministry  will  assist 
the  Applicant  in  identifying  all  provincial  environmental  legislation,  policies,  objectives, 
guidelines  and  procedures  applicable  to  the  project  and  provide  information  on  the  financial 
assurance  requirements.  The  Ministry  would  also  discuss  with  the  Applicant  the  need  for,  the 
scope  and  the  specifics  of  the  various  types  of  information  and  documentation  which  may  be 
required  to  be  obtained/prepared  and  submitted  with  the  application  for  approval,  including  any 
special  concerns  which  should  be  addressed. 

As  a  result  of  pre-application  consultation,  Applicants  will  be  better  prepared  to  develop  the 
environmental  objectives  (including  public  health)  for  the  project  with  a  clear  understanding  of 
the  Ministry's  requirements,  and  design  the  waste  management  system  to  meet  these 
objectives. 
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1.2.2  Environmental  Assessment 

Applications  for  waste  management  systems  are  generally  not  subject  to  the  requirements  of 
the  Environmental  Assessment  Act. 

However,  for  more  information  regarding  the  environmental  assessment  requirements  for  waste 
projects,  please  refer  to  the  "Guide  to  Environmental  Assessment  Requirements  for  Waste 
Management  Projects",  PIBS  6168e  and  Ontario  Regulation  101/07  under  the  Environmental 
Assessment  Act 

1.2.3  Mandatory  and  Discretionary  Hearings 

Applications  submitted  under  Part  V,  EPA  may  be  subject  to  a  mandatory  hearing  or  a 
discretionary  hearing.  Section  30  of  the  EPA  describes  the  types  of  applications  that  are 
subject  to  a  mandatory  hearing,  and  section  32  of  the  EPA  describes  those  that  are  subject  to  a 
discretionary  hearing. 

A  proposal  for  a  waste  management  system  is  not  subject  to  a  mandatory  hearing  requirement. 
Generally,  applications  for  new  or  expanded  waste  disposal  sites  for  the  final  disposal  of 
domestic  waste  the  equivalent  of  1,500  persons,  or  for  liquid  industrial  waste  or  hazardous 
waste,  require  a  mandatory  hearing. 

Other  proposals,  including  those  for  waste  management  systems,  are  subject  to  a  discretionary 
hearing.  A  decision  on  whether  a  discretionary  hearing  will  be  required  for  a  particular  proposal 
will  be  made  by  the  Director  after  completion  of  the  technical  review. 

1.3  Approval  Process 

The  approval  process  generally  consists  of  pre-application  consultation,  review  of  the 
application,  and  issuance  of  approval.  These  steps  are  outlined  below  to  give  the  Applicant  an 
understanding  of  the  process  requirements  and  enable  them  to  account  for  those  requirements 
in  the  scheduling  of  their  projects  in  order  to  avoid  unforeseen  delays. 

1.3.1         Screening  of  Applications  for  Approval 

Upon  receipt  by  the  Environmental  Assessment  and  Approvals  Branch  (EAAB)  of  the  Ministry, 
the  application  is  assigned  to  an  Application  Assessment  Officer  who  screens  it  for 
completeness.   If  an  application  is  grossly  incomplete,  it  will  be  returned  in  its  entirety. 

All  other  applications  undergo  a  detailed  assessment  of  the  entire  submission  for  adequacy  of 
the  submitted  fee,  completeness  of  the  application  form,  and  presence  of  the  required 
supporting  information  and  documentation.   If  required,  based  on  the  results  of  the  assessment 
of  the  submission,  the  Application  Assessment  Officer  generates  a  letter  of  acknowledgement 
identifying  the  missing  supporting  information  and  documentation  and  the  details  of  any  fee 
discrepancy. 

If  the  Applicant  fails  to  submit  the  outstanding  fee  or  address  the  request  for  additional 
information  or  documentation  identified  in  the  letter  of  acknowledgement  within  the  time  allowed, 
the  Application  Assessment  Officer  will  initiate  the  process  of  cancelling  the  application  and 
refunding  the  submitted  application  fee  in  the  amount  reduced  by  any  applicable  non-refundable 
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portion  of  the  fee,  as  stipulated  in  the  fee  regulation  O.  Reg.  363/98,  Fees  -  Certificates  of 
Approval. 

Upon  receipt  of  the  application,  an  Application  Assessment  Officer,  a  Review  Engineer  or  a 
Waste  Evaluator  will  determine  if  the  application  requires  a  supplementary  review  (e.g., 
comments  on  the  submitted  environmental  impact  analysis  from  the  Technical  Support  Section 
of  the  appropriate  Regional  Office  of  the  Ministry)  and  if  required,  will  request  such  reviews 
without  delay  during  the  acknowledgement  process. 

Once  it  is  ascertained  that  a  submission  is  complete,  including  all  appropriate  fees,  the 
submission  is  assigned  to  either  an  Application  Assessment  Officer,  a  Review  Engineer  or  a 
Waste  Evaluator  to  conduct  a  technical  review  and  to  draft  the  Certificate  of  Approval. 

1.3.2  Technical  Review  of  Applications  for  Approval 

During  the  technical  review  of  an  application  the  EAAB  Application  Assessment  Officer,  Review 
Engineer,  or  Waste  Evaluator  will  assess/consider: 

a)  The  completeness  and  adequacy  of  the  submitted  application  and  supporting  information; 

b)  The  compliance  of  the  proposal  with  the  Ministry  Acts,  regulations,  policies,  objectives,  and 
environmental  guidelines; 

c)  The  Financial  Assurance  dollar  estimate  if  required;  and 

d)  Comments  and  concerns  of  any  supplementary  reviewers. 

The  Application  Assessment  Officer,  Review  Engineer  or  Waste  Evaluator  will  hold  Applicants 
accountable  to  document  compliance  and  are  required  to  identify  deficiencies  in  the  application 
and  supporting  information. 

During  this  review  it  may  be  determined  that  additional  information  is  necessary  for  proper 
assessment  of  the  application,  or  that  the  application  involves  aspects  which  require  submission 
of  additional  fees.  A  failure  to  provide  the  additional  information/fee  requested  within  the 
Ministry  stipulated  timeline,  or  to  work  with  the  Ministry  to  negotiate  a  new  timeline,  will  result  in 
the  cancellation  of  the  application. 

If  during  the  review  a  non-compliance  with  published  Ministry  requirements  is  identified,  the 
Director  will  issue  a  non-compliance  letter  requiring  a  revision  to  the  proposal.   If  the  Applicant 
fails  to  revise  the  proposal  so  that  compliance  with  the  Ministry's  requirements  is  accomplished, 
the  application  will  be  refused  in  accordance  with  the  process  described  below. 

1.3.3  Recommendation/Refusal  for  Approval 

Upon  completion  of  the  review,  the  Application  Assessment  Officer,  Review  Engineer  or  Waste 
Evaluator  prepares  a  recommendation  to  the  approving  Director  to  either  approve  the 
application,  in  which  case  they  would  draft  a  C  of  A,  or  to  refuse  the  application.  This 
recommendation  considers  the  conclusions  of  any  supplementary  reviews. 
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1.3.4  Issuance  of  Approval 

Upon  considering  the  recommendation,  the  approving  Director  may  grant  approval  for  the 
proposal  or,  if  in  his/her  opinion  it  is  in  the  public  interest  to  do  so,  refuse  to  grant  approval  or 
grant  approval  on  such  terms  and  conditions  as  he/she  deems  necessary. 

The  Director  may  grant  his/her  approval  of  the  proposal  by  issuing  one  of  the  following 
documents: 

(i)      A  new  C  of  A 

-  Issued  to  approve  the  establishment  of  a  new  waste  management  system 

(ii)     An  Amended  C  of  A 

-  Usually  issued  to  approve  expansion  or  alteration  to  existing  previously  approved  waste 
management  systems 

-  Revokes  and  replaces  the  existing  C  of  A 

(iii)    A  Notice  amending  an  existing  C  of  A 

-  Usually  issued  to  approve  modifications  to  existing  previously  approved  waste 
management  systems  or  modifications  to  the  terms  and  conditions  of  an  existing  C  of  A 

-  Becomes  part  of  the  C  of  A  it  amends 

In  granting  an  approval,  the  Director  usually  imposes  terms  and  conditions  on  the  C  of  A. 

These  conditions  cover  the  operation  and  performance  of  the  waste  management  system  and 
may  cover  such  items  as  design,  maintenance  and  operation  of  the  vehicles  and  minimum 
performance  requirements  necessary  to  achieve  compliance  with  the  EPA  and  all  applicable 
regulations  and  guidelines. 

2.3.5  Appeal  Provisions 

Section  139  of  the  EPA  allows  the  Applicant  to  request  a  hearing  by  the  Environmental  Review 
Tribunal  (ERT)  if  the  Director: 

•  Refuses  to  issue  or  renew,  cancels  or  suspends  or  revokes  a  C  of  A; 

•  Imposes  terms  and  conditions  in  issuing  a  C  of  A;  or 

•  Alters  the  terms  and  conditions  or  imposes  new  terms  and  conditions  on  a  C  of  A  after  it  is 
issued. 

1.4  Public  Access  to  Application  Information 

The  public  release  of  information  contained  in  application  forms  and  documentation  submitted  in 
support  of  applications  is  subject  to  the  provisions  of  the  Freedom  of  Information  and  Protection 
of  Privacy  Act,  R.S.O.  1990,  and/or  the  Municipal  Freedom  of  Information  and  Protection  of 
Privacy  Act,  R.S.O.  1990.  These  Acts  define  what  may  and  may  not  be  disclosed  to  the  public, 
and  are  used  to  assess  all  requests  for  information  contained  in  the  documents  on  file  with  an 
application  for  approval. 

Information  in  the  application  form  with  the  exception  of  an  individual's  name  and  mobile  phone 
number  is  not  considered  confidential  and  therefore  can  be  released  to  the  public  upon  request. 
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If  an  Applicant  considers  a  component  of  the  supporting  documentation  to  be  propriety  in  nature 
then  the  Applicant  must  clearly  identify  all  sections  of  the  supporting  documentation  which  are  to 
be  considered  confidential  or  proprietary.  A  request  for  the  information  that  is  marked 
confidential  would  be  handled  through  the  Freedom  of  Information  (FOI)  process. 
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PART  2      INSTRUCTIONS  FOR  COMPLETING  THE  APPLICATION  FORM 

2.1  General  Instructions 

Applicants  are  responsible  for  ensuring  that  they  are  working  with  the  most  recent  "Application 
for  a  C  of  A  for  a  Waste  Management  System"  form,  PIBS  4184e. 

To  obtain  the  application  form  and  any  supporting  documentation,  please  refer  to  the  publications 
section  on  the  Ministry's  website  at  www. ene.gov. on. ca/environment/en/resources/index. htm  or 
contact  the  Environmental  Assessment  and  Approvals  Branch  at  the  address  below. 

Questions  regarding  completion  and  submission  of  this  application  should  be  directed  to  the 
Environmental  Assessment  and  Approvals  Branch  of  the  Ministry  at  the  address  below. 

Environmental  Assessment  and  Approvals  Branch 

2  St.  Clair  Ave.  W.,  Floor  12A 

Toronto  ON   M4V  1L5 

Phone:  416-314-8001 

Toll  Free:  1-800-461-6290 

E-mail:  eaabgen.moe@ontario.ca 

A  complete  application  package  and  the  correct  application  fee  must  be  submitted  to  the 
Environmental  Assessment  and  Approvals  Branch. 

A  copy  of  the  complete  application  package  must  be  submitted  to  the  District/Area  Office  of  the 
Ministry  in  which  the  waste  management  system  vehicles  will  be  stored.  A  covering  letter 
addressed  to  the  Director,  Section  27,  EPA  at  the  Environmental  Assessment  and  Approvals 
Branch  should  indicate  that  a  copy  of  the  complete  submission  has  been  sent  to  the  local 
District/Area  Office.  To  find  the  appropriate  Ministry  District/Area  Office,  please  visit  the 
Ministry's  website  at 
www.ene.gov.on.ca/environment/en/about/regional_district_offices/index.htm. 

2.2  Who  Is  the  Applicant? 

The  statutory  requirement  for  a  C  of  A  for  a  waste  management  system  is  contained  in  section 
27  of  the  EPA.  Section  27  requires  that  an  approval  be  obtained  from  the  Director  before  using, 
operating,  establishing,  altering,  enlarging  or  extending  a  waste  management  system.   It  is  the 
Applicant's  responsibility  to  be  aware  of,  and  to  understand  all  legal  requirements  of  the  EPA 
and  other  applicable  legislation.  Applicants  should  refer  to  the  Acts  and  regulations  for  a 
comprehensive  review  of  those  requirements  or  seek  legal  counsel. 

The  responsibility  for  obtaining  approval  for  the  waste  management  system  lies  with  the  owner 
of  the  proposed  waste  management  system.   If  the  owner  is  a  corporation,  the  person  signing 
the  application  on  behalf  of  the  corporation  must  be  an  officer  or  director  of  the  corporation  as 
listed  on  the  documents  of  incorporation,  or  must  be  an  employee  of  the  company  who  is 
specifically  authorized  by  the  corporation  to  do  so.   If  the  person  signing  the  application  is  not  an 
officer  of  the  corporation,  the  application  must  be  accompanied  by  a  letter  signed  by  an  official 
of  the  corporation  authorizing  the  person  to  act  on  its  behalf  for  that  purpose. 
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2.3  When  to  File  Applications 

Applicants  are  encouraged  to  submit  their  completed  application  as  soon  as  possible  in  order  to 
avoid  delays.   However,  the  submitted  applications  must  be  complete  and  they  must  include  all 
relevant  supporting  documentation  identified  in  this  Guide  and  by  the  application  form. 
Incomplete  applications  will  be  cancelled  and  returned  minus  the  non-refundable  administrative 
processing  fee. 

The  length  of  time  required  for  the  Ministry  to  review  an  application  is  dependent  on  several 
factors,  including:  the  complexity  of  the  proposal,  the  quality  of  the  application  and  the 
associated  documentation  and  any  concerns  from  the  District/Area  Office  or  Ministry 
supplementary  reviewers.  Generally  applications  for  approval  for  a  waste  management  system 
or  modifications  to  an  existing  waste  management  system  should  be  submitted  well  in  advance 
of  the  planned  date  for  commencing  operation. 

2.4  Completing  the  Application  Form 

The  application  form  is  organized  into  the  following  eight  sections: 

Application  Summary 

Section  1:  Applicant  Information 

Section  2:  Project  Information 

Section  3:  Vehicle  Storage  Site  Information 

Section  4:  Waste  Information 

Section  5:  Vehicle  Information 

Section  6:  Supporting  Information 

Payment  Information 

Interactive  features  have  been  incorporated  to  assist  the  Applicant  with  completing  the 
electronic  version  of  the  form.  To  take  advantage  of  all  these  features,  the  form  must  be 
completed  using  version  8  or  above  of  the  Adobe  Acrobat  Reader  software,  available  for  free  at 
www.adobe.com.  Some  features  may  not  work  as  expected  in  earlier  versions  of  the  program 
or  other  PDF  reader  software. 

The  form  can  be  filled  out  and  saved  using  the  free  Adobe  Acrobat  Reader  software. 

The  form  will  calculate  certain  values  based  on  the  information  entered  by  the  user.  For 
example,  the  cost  associated  with  the  application  is  calculated  automatically  by  the  form. 

The  Application  Summary  section  of  the  form  will  indicate  if  any  section  of  the  form  has  not 
been  completed.   Each  section  of  the  form  will  be  identified  as  complete  (green  checkmark)  or 
incomplete  (red  X).  The  checkmark  or  X  will  appear  on  the  left  hand  side  of  the  form,  next  to 
the  section  heading.  A  corresponding  checkmark  or  X  will  appear  next  to  the  section  heading 
on  the  Application  Summary  page. 

If  a  specific  field  or  section  of  the  form  is  not  required  to  be  completed,  based  on  other 
information  entered  in  the  form,  the  user  will  be  unable  to  enter  information  into  the  "not 
required"  field(s).   For  example,  if  the  user  indicates  that  an  address  in  the  form  is  the  same  as 
the  Applicant  Physical  Address  then  the  same  address  information  is  not  required  a  second 
time. 


PIBS  4185e  Page  10 


Guide  for  Applying  for  Approval  of  a  Waste  Management  System  February  2011 


Some  of  the  information  required  on  the  application  form  may  not  be  applicable  to  a  particular 
proposed  waste  management  system.   However,  except  where  the  application  form  instructs 
otherwise,  the  application  must  be  completed  in  its  entirety.   Incomplete  applications  may  be 
returned  to  the  Applicant.  If  a  particular  item  is  not  applicable,  "NA"  must  be  entered  to 
indicate  that  the  item  has  been  considered. 

Please  note  that  the  majority  of  the  ancillary  explanatory  information  related  to  the  actual 
completion  of  the  application  form  has  been  imbedded  in  the  electronic  version  of  the  form  and 
can  be  accessed  by  clicking  on  the  text  description  of  the  field.   For  example,  clicking  on  the  text 
field  for  "Applicant  Name"  will  provide  the  user  with  a  description  of  the  information  being 
requested  in  that  field. 

Please  Note:  If  the  form  is  being  completed  manually,  the  ancillary  explanatory  information  is 
found  in  an  appendix  to  the  form. 

The  following  sections  describe  in  general  terms  what  is  required  in  the  form. 

2.4.1  Application  Summary 

The  Application  Summary  section  is  where  the  Project  Name  and  Project  Description  Summary 
are  identified  for  the  proposal.  This  section  of  the  form  (electronic  version  only)  will  advise  the 
Applicant  whether  the  application  is  complete  or  not.  The  application  Cost  Summary  is  also 
included  in  this  section.  The  application  costs  are  generated  automatically  if  the  electronic 
version  of  the  form  is  used. 

If  the  form  is  being  completed  manually,  the  Applicant  must  calculate  the  costs  using  the  form 
entitled,  "Costs  for  EPA  s.27  Applications  -  Supplement  to  Application  for  Approval"  (PIBS 
4186e).  The  current  version  of  this  form  can  be  obtained  from  the  Ministry's  website  at 
www.ene.gov.on.ca/environment/en/resources/STD01_076015.html. 

2.4.1.1       Completing  the  Project  Description  Summary 

The  Project  Description  Summary  is  a  brief  description  summarizing  the  details  of  the  proposed 
waste  management  system  and/or  modifications  to  the  existing  system  or  existing  C  of  A.  The 
specific  details  of  the  proposal  are  not  required,  however  the  main  or  basic  components  should 
be  listed  (i.e.,  the  types  of  waste  to  be  transported,  vehicle  storage  location,  etc.).  A  good 
Project  Description  uses  simple,  easy  to  understand  language  and  avoids  all  technical  jargon 
that  may  be  difficult  to  understand. 

2.4.2  Section  1:  Applicant  Information 

Applicant  Information  is  the  information  identifying  the  individual  or  organization  having  legal 
responsibility  for  the  waste  management  system.  Typically  the  Applicant  is  the  legal  owner  of 
the  vehicles  that  comprise  the  waste  management  system.  All  ancillary  guidance  required  to 
complete  this  section  is  embedded  in  the  application  form. 

2.4.3  Section  2:  Project  Information 

Project  Information  is  the  information  identifying  the  type  of  application  that  the  Applicant  is 
applying  for.  This  section  also  requires  the  Applicant  to  identify  the  Project  Technical 
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Information  Contact  as  well  as  the  operating  authority  for  the  waste  management  system  being 
applied  for.  All  ancillary  guidance  required  to  complete  this  section  is  embedded  in  the 
application  form. 

2.4.4  Section  3:  Vehicle  Storage  Site  Information 

This  section  of  the  form  requires  information  regarding  the  physical  location  where  the  waste 
management  system  vehicles  will  be  stored  when  not  in  use.  This  section  requires  the 
Applicant  to  identify  the  site  zoning  and  the  present  land  use  of  the  property.  This  section  also 
requires  the  Applicant  to  identify  the  owner  of  the  property,  and  to  indicate  whether  the  property 
is  subject  to  development  control  under  either  the  Niagara  Escarpment  Planning  and 
Development  Act  or  the  Oak  Ridges  Moraine  Conservation  Act,  2001.  All  ancillary  guidance 
required  to  complete  this  section  is  embedded  in  the  application  form. 

2.4.5  Section  4:  Waste  Information 

This  section  of  the  form  requires  information  to  be  provided  regarding  the  type  of  waste  that  will 
be  transported  by  the  waste  management  system. 

This  section  also  requires  the  Applicant  to  identify  where  the  waste  being  transported  by  a 
General  Waste  Management  System  will  be  transported  for  disposal.  The  Applicant  may 
choose  to  transport  waste  to  any  Ministry  approved  waste  disposal  site  in  Ontario,  or  may 
provide  a  list  of  the  specific  waste  disposal  sites  or  facilities  that  will  be  utilized.   If  an  Applicant 
intends  to  transport  waste  out  of  Ontario  the  Applicant  must  identify  the  province  or  state  where 
the  receiving  facilities  are  located.  Applicants  are  required  to  notify  each  province  or  state 
regulatory  agency  where  waste  is  being  transported  to. 

This  section  also  requires  that  the  Applicant  separately  complete  sections  that  deal  with  the 
following:  transporting  soil  conditioners  to  a  site  for  spreading  on  land  (i.e.  Soil  Conditioner 
Waste  Management  System)  and  transporting  hauled  sewage  (septage)  to  a  hauled  sewage 
disposal  site  (i.e.  Hauled  Sewage  Waste  Management  System). 

Soil  Conditioner  is  waste  that  includes  processed  organic  waste  (i.e.  biosolids)  and  non- 
agricultural  source  materials  (NASM),  which  are  intended  for  land  application  at  agricultural  or 
non-agricultural  sites  to  improve  soil  characteristics  for  crop  or  ground  cover  growth.   Processed 
organic  waste  is  defined  in  Regulation  347  under  the  EPA  as  waste  that  is  predominantly 
organic  and  has  been  treated  by  aerobic  or  anaerobic  digestion  or  other  means  of  stabilization. 
NASM  is  defined  in  O.  Reg.  267/03  under  the  Nutrient  Management  Act,  2002  (NMA)  as 
material  that  is  not  from  an  agricultural  source  and  that  is  capable  of  being  applied  to  land  as  a 
nutrient.   NASM  includes  pulp  and  paper  biosolids  and  sewage  biosolids. 

Note:  Soil  conditioner  intended  to  be  transported  for  off-site  disposal  other  than  land  application 
should  not  be  identified  under  this  waste  type.   In  such  situations  this  waste  type  is 
considered  for  a  General  Waste  Management  System. 

Note:  Sites  where  soil  conditioners  are  land  applied  must  be  operated  either  under  a  C  of  A 
issued  under  the  EPA  authorizing  land  application  or,  when  applied  to  agricultural  land, 
must  be  established  in  accordance  with  the  NMA.  Sites  operating  under  the  NMA  may 
require  preparation  of  a  NASM  Plan  to  be  registered  with  or  approved  by  the  Ontario 
Ministry  of  Agriculture  Food  and  Rural  Affairs  (OMAFRA).   For  information  on  whether  a 
C  of  A  under  the  EPA  or  a  NASM  Plan  under  the  NMA  are  required  for  a  particular  site 


PIBS  4185e  Page  12 


Guide  for  Applying  for  Approval  of  a  Waste  Management  System  February  2011 


receiving  soil  conditioner  for  land  application,  please  contact  the  Ministry  District/Area 
Office  responsible  for  the  area  in  which  the  site  is  located.  A  map  showing  the 
District/Area  Office  coverage  areas  is  available  on  the  Ministry  website  at 
www.ene.gov.on.ca/environment/en/about/regional_district_offices/index.htm. 

Note:  If  a  C  of  A  must  be  issued  under  the  EPA  for  land  application  of  soil  conditioners  (also 
called  an  organic  soil  conditioning  C  of  A),  then  a  separate  C  of  A  must  be  obtained  for 
each  site  intended  for  land  application.   For  that  purpose  the  Applicant  or  the  site  owner 
must  complete  and  submit  to  the  appropriate  local  District/Area  Office  of  the  Ministry  an 
Application  for  Approval  of  a  Hauled  Sewage  (Septage)  or  Processed  Organic  Waste 
(Biosolids)  Disposal  Site.   [For  copies  of  the  application  form  and  further  information, 
please  contact  the  appropriate  District/Area  Office  of  the  Ministry.] 

Hauled  Sewage  (Septage)  includes  sewage  removed  from  on-site  septic  tanks  or  holding  tanks 
for  off-site  disposal. 

Note:  A  separate  hauled  sewage  disposal  site  C  of  A  must  be  obtained  for  each  site  intended  for 
the  disposal  of  the  hauled  sewage.   For  that  purpose  the  Applicant  or  the  site  owner  must 
complete  and  submit  to  the  appropriate  local  District/Area  Office  of  the  Ministry  an 
Application  for  Approval  of  a  Hauled  Sewage  (Septage)  or  Processed  Organic  Waste 
(Biosolids)  Disposal  Site.   [For  copies  of  the  application  form  and  further  information, 
please  contact  the  appropriate  District/Area  Office  of  the  Ministry.] 

All  ancillary  guidance  required  to  complete  this  section  is  embedded  in  the  application  form. 

2.4.6  Section  5:  Vehicle  Information 

This  section  of  the  form  requires  the  Applicant  to  identify  all  vehicles  and  equipment  to  be  used 
in  the  operation  of  the  waste  management  system.   If  more  space  is  required  than  what  is 
provided  in  the  form,  the  Applicant  should  attach  to  the  application  a  separate  list  that  includes 
all  of  the  vehicle  information. 

Note:  The  waste  management  system  C  of  A  that  is  issued  will  include  a  condition  that  requires 
the  Applicant  to  notify  the  Ministry  of  any  additions,  deletions  or  other  changes  that  are 
made  to  the  fleet  of  vehicles,  trailers  and  equipment  (i.e.,  year,  make,  model,  vehicle 
identification  number,  licence  plate  number,  province/state,  as  well  as  ownership  of  each 
vehicle,  trailer  or  piece  of  equipment).   In  general,  the  condition  will  require  the  Applicant 
to  provide  the  notification  within  14  days  of  any  such  change. 

2.4.7  Section  6:  Supporting  Information 

This  section  of  the  application  identifies  all  of  the  supporting  documentation  that  is  required  in 
the  application  package.  The  electronic  version  of  the  form  identifies  what  supporting 
documentation  is  to  be  included  in  the  application  package  based  on  the  type  of  application  that 
is  being  submitted  and  the  information  that  the  Applicant  has  completed  in  Sections  1  through  5 
of  the  form. 
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2.4.8         Payment  Information 

If  the  C  of  A  application  form  is  being  completed  manually,  the  Applicant  must  complete  and 
submit  "Costs  for  EPA  s.27  Applications  -  Supplement  to  Application  for  Approval",  PIBS 
4186e,  as  part  of  the  complete  application  package.   If  the  application  form  is  being  completed 
electronically,  the  application  fee  will  be  calculated  automatically  and  the  Cost  Summary  table  at 
the  beginning  of  the  form  will  be  populated  accordingly. 

The  last  page  of  the  application  form  is  where  the  payment  information  is  recorded  and  where  a 
certified  cheque  or  money  order  is  attached,  if  either  is  the  selected  method  of  payment. 
Applicants  are  not  to  include  the  Payment  Information  page  in  the  copies  of  the  application  form 
that  are  sent  to  the  District/Area  Office. 

Some  of  the  information  required  on  the  application  form  may  not  be  applicable  to  a  particular 
proposed  system.   However,  except  where  the  application  form  instructs  otherwise,  the 
application  must  be  completed  in  its  entirety.   Incomplete  applications  may  be  returned  to  the 
Applicant.  If  a  particular  item  is  not  applicable,  "NA"  must  be  entered  to  indicate  that  the 
item  has  been  considered. 
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PART  3      APPROVAL  REQUIREMENTS 

3.1  Application  Requirements  -  General 

A  complete  application  package  for  a  waste  management  system  consists  of: 

1.  A  properly  completed  application  form. 

2.  A  cover  letter  that: 

i.      is  addressed  to  Director,  Section  27,  EPA  at  the  Environmental  Assessment  and 
Approvals  Branch;  and 

ii.      identifies  all  other  recipients  of  the  complete  application  package. 

3.  All  supporting  information  and  documentation  including: 

i.      Proof  of  legal  name  of  Applicant. 

ii.  A  description  of  the  physical  location  where  the  vehicles  are  to  be  stored  or  parked 
when  not  in  use. 

iii.     Proof  of  vehicle  and/or  equipment  ownership. 

iv.  A  detailed  list  of  all  vehicles  and  equipment  which  the  Applicant  proposes  to  use  to 
transport  waste.  The  list  must  include  the  year,  make,  model,  vehicle  identification 
number,  licence  plate  number  and  the  Province  or  State  of  plate  issuance  for  each 
vehicle  or  piece  of  equipment. 

v.     A  copy  of  a  Certificate  of  Insurance  from  the  Applicant's  insurance  company  which 
confirms  that  all  vehicles  to  be  operated  as  part  of  the  waste  management  system  are 
insured  under  a  general  vehicle  policy  for  a  minimum  of  one  million  dollars 
($1,000,000). 

vi.    Appropriate  fee 

3.2  Additional  Requirements  -  Transportation  of  Biomedical  Waste 

The  following  additional  information  must  be  included  in  an  application  for  a  waste  management 
system  that  includes  the  transportation  of  biomedical  waste: 

1.  A  description  of  the  physical  location  where  the  vehicles  are  to  be  disinfected  and  washed. 

2.  A  copy  of  your  Driver  and  Waste  Management  Personnel  Training  Manual  which  is  used  to 
train  drivers  and  personnel  that  would  be  handling  biomedical  waste.  The  manual  must 
confirm  that  all  personnel  handling  biomedical  waste  have  been  trained  as  required  by 
Regulation  347,  and  more  specifically  in  the  handling  and  management  of  biomedical  waste. 
The  Driver  and  Waste  Management  Personnel  Training  Manual  shall  conform  to  the  Ministry 
guidance  document  entitled,  "An  Outline  of  the  Essential  Components  of  Training  Programs 
for  Drivers  of  Liquid  Industrial  and  Hazardous  Waste  Transportation  Vehicles",  PIBS  7914e. 

3.  An  Operations  Plan.  The  Operations  Plan  must  include  detailed  packaging  and  biomedical 
waste  handling  methods  as  well  as  vehicle  disinfection  procedures  and: 

Identify  the  types  of  biomedical  waste  transported; 

Indicate  how  the  waste  is  to  be  packaged; 

Detail  the  Applicant's  procedures  with  respect  to  training  drivers; 


PIBS  4185e  Page  15 


Guide  for  Applying  for  Approval  of  a  Waste  Management  System  February  2011 

iv.     Identify  the  driver's  responsibility  for  waste  handling: 

a.  understanding  of  emergency  handling  procedures, 

b.  safe  and  secure  waste  loading, 

c.  ensuring  attendance  with  waste  load  at  all  times, 

d.  decontamination  of  waste  transportation  vehicle. 

4.  A  detailed  Spill  Contingency  and  Emergency  Response  Plan  that  includes  emergency 
management  procedures  and  a  contingency  plan  for  various  accident  and  spill  scenarios 
including  notification  protocols,  spill  containment,  clean-up  and  decontamination  procedures. 
The  plan  must  describe  all  spill  containment  equipment  that  will  be  used  to  clean  up  and 
repackage  spill  and  identify  where  it  will  be  stored. 

5.  Financial  Assurance  Estimate. 

3.2.1         Financial  Assurance  Requirements  -  Biomedical  Waste 

Financial  Assurance  is  required  for  a  private  sector  waste  management  system  that  is  used  to 
transport  biomedical  waste.   Financial  Assurance  is  required  for  the  implementation  of  remedial 
measures,  if  necessary,  in  the  event  of  a  spill,  fire  or  waste  abandonment.  The  Applicant  is 
required  to  provide  a  cost  estimate  for  the  amount  of  Financial  Assurance  needed  to  clean  up, 
haul  away  and  dispose  of  debris  and  contaminated  soil  from  a  spill.  The  estimated  Financial 
Assurance  dollar  amount  is  to  be  calculated  based  on  the  amount  (volume  or  weight)  of 
biomedical  waste  transported  by  the  waste  management  system.  The  minimum  Financial 
Assurance  requirement  for  waste  management  systems  used  to  transport  biomedical  waste  is 
$50,000. 

The  Applicant  is  required  to  submit  the  estimate  for  Financial  Assurance  together  with  the 
application  package  to  the  Director,  Section  27,  EPA  at  the  Environmental  Assessment  and 
Approvals  Branch. 

For  more  information  about  Financial  Assurance  and  acceptable  forms  of  Financial  Assurance, 
reference  should  be  made  to  Section  5  of  the  "Financial  Assurance  Guideline",  Guideline  F-15, 
PIBS  0226e03.  The  Applicant  will  be  required  to  provide  Financial  Assurance  to  the  Ministry  in 
the  appropriate  form  and  amount  as  a  condition  of  the  C  of  A. 

The  Financial  Assurance  amount  is  returned  to  the  Applicant  upon  revocation  of  the  C  of  A  and 
confirmation  by  Ministry  staff  that  implementation  of  any  remedial  measures  are  not  necessary. 

3.3  Additional  Requirements  -  Transportation  of  PCB  Waste 

The  following  additional  information  must  be  included  in  an  application  for  a  waste  management 
system  that  includes  the  transportation  of  PCB  waste: 

1.    A  copy  of  the  Applicant's  Driver  and  Waste  Management  Personnel  Training  Manual  which 
is  used  by  the  Applicant  to  train  drivers  and  personnel  that  would  be  handling  PCB  waste. 
The  manual  must  confirm  that  all  personnel  handling  PCB  waste  have  been  trained  as 
required  by  Regulation  347,  and  more  specifically  in  the  handling  and  management  of  PCB 
waste.  The  Driver  and  Waste  Management  Personnel  Training  Manual  shall  conform  to  the 
Ministry  guidance  document  entitled,  "An  Outline  of  the  Essential  Components  of  Training 
Programs  for  Drivers  of  Liquid  Industrial  and  Hazardous  Waste  Transportation  Vehicles", 
PIBS  7914e. 
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2.  A  detailed  Operations  Plan.  The  Operations  Plan  must  include,  the  purpose,  detailed 
packaging  and  PCB  handling  methods  as  well  as  vehicle  decontamination  procedures,  and: 

i.      Clearly  state  the  purpose  of  the  intended  PCB  transport; 

ii.      Identify  each  type  of  PCB  waste  intended  for  transport,  i.e.,  full  transformers  -  large  or 
small,  empty  transformers  -  large  or  small,  liquids,  small  capacitors,  large  capacitors, 
leaking  capacitors,  hydraulic  equipment; 

iii.     For  each  type  of  PCB  waste  noted  above,  indicate  detailed  packaging  methods; 

iv.     Specify  the  driver's  responsibilities  with  respect  to  handling  of  PCB  waste  material  by 
ensuring: 

a.  That  they  are  fully  aware  of  handling  procedures  as  a  result  of  safety  training  by  the 
company, 

b.  Integrity  of  vehicle  and  waste  load  during  transportation,  i.e.,  circle  check  every 
200  km/two  hours, 

c.  Safety  of  waste  loading, 

d.  Security  of  load  for  transport, 

e.  Safe  unloading, 

f.  The  vehicle  is  locked  and  that  the  driver  is  in  attendance  at  all  times  with  the  waste 
load; 

v.      Identify  vehicle  decontamination  procedure  in  the  event  of  a  spill  inside  the  vehicle; 

vi.     Indicate  if  the  vehicle  is  used  to  transport  any  other  type  of  waste. 

3.  A  detailed  Spill  Contingency  and  Emergency  Response  Plan.  The  plan  must  include 
emergency  management  procedures  and  contingencies  for  various  accident  and  spill 
scenarios.  Each  of  the  following  must  be  described  in  detail: 

i.      Spill  kit: 

a.  Identify  items  included/  used  to  clean  up  and  repackage  a  spill, 

b.  Indicate  where  the  spill  kit  is  kept, 

c.  Indicate  how  personnel  potentially  using  equipment  have  been  trained; 

ii.      List  protective  equipment/clothing  to  be  used  or  worn  during  clean-up; 

iii.     Identify  how  spill  containment  will  be  conducted  in  relation  to  the  PCB  waste  type 
transported  (i.e.,  solids/liquids); 

iv.     Identify  which  parties/agencies  are  notified  and  the  notification  order  (i.e.,  head  office  of 
company,  Ministry  Spill  Action  Centre,  Ministry  local  District/Area  Office,  etc.)  in  the 
event  of  a  spill; 

v.      Indicate  specifically  how  spill  cleanup  is  conducted: 

a.  Inside  the  vehicle, 

b.  On  soil/hard  surfaces; 

vi.     Repackaging  or  spills  and  contaminated  material: 

a.  Identify  the  types  of  containers  in  which  repackaged  waste  or  contaminated  material 
will  be  collected, 

b.  Indicate  how  the  waste  will  be  disposed  after  repackaging; 
vii.    Decontamination  of  equipment  used  in  spill  cleanup. 

4.  Financial  Assurance  estimate. 
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3.3.2         Financial  Assurance  Requirements  -  PCB 

Financial  Assurance  is  required  for  a  private  sector  waste  management  system  that  is  used  to 
transport  PCB  waste.   Financial  Assurance  is  required  for  the  implementation  of  remedial 
measures,  if  necessary,  in  the  event  of  a  spill,  fire  or  waste  abandonment.  The  Applicant  is 
required  to  provide  a  cost  estimate  for  the  amount  of  Financial  Assurance  needed  to  clean  up, 
haul  away  and  dispose  of  debris  and  contaminated  soil  from  a  spill.  The  estimated  Financial 
Assurance  dollar  amount  to  be  calculated  is  based  on  the  amount  (volume  or  weight)  of  PCB 
waste  transported  by  the  waste  management  system.  The  minimum  Financial  Assurance 
requirement  for  waste  management  systems  used  to  transport  PCB  waste  is  $100,000. 

The  Applicant  is  reguired  to  submit  the  estimate  for  Financial  Assurance  together  with  the 
application  package  to  the  Director,  Section  27,  EPA  at  the  Environmental  Assessment  and 
Approvals  Branch. 

For  more  information  about  Financial  Assurance  and  acceptable  forms  of  Financial  Assurance, 
reference  should  be  made  to  Section  5  of  the  "Financial  Assurance  Guideline",  Guideline  F-15, 
PIBS  0226e03.  The  Applicant  will  be  reguired  to  provide  Financial  Assurance  to  the  Ministry  in 
the  appropriate  form  and  amount  as  a  condition  of  the  C  of  A. 

The  Financial  Assurance  amount  is  returned  to  the  Applicant  upon  revocation  of  the  C  of  A  and 
confirmation  by  Ministry  staff  that  implementation  of  any  remedial  measures  are  not  necessary. 

3.4  Financial  Assurance  Requirements  -  Hauled  Sewage 

Financial  Assurance  is  reguired  for  a  hauled  sewage  waste  management  system  that  uses  in- 
transit  storage  and/or  in-transit  processing  where  the  processing  occurs  in  in-transit  storage 
tanks. 

Financial  Assurance  is  required  for  the  implementation  of  remedial  measures,  if  necessary,  in 
the  event  of  a  spill,  fire  or  waste  abandonment.  The  Applicant  is  required  to  provide  a  cost 
estimate  for  the  amount  of  Financial  Assurance  needed  to  clean  up,  haul  away  and  dispose  of 
debris  and  contaminated  soil  from  a  spill.  The  estimated  Financial  Assurance  dollar  amount  to 
be  calculated  is  based  on  the  amount  (volume  or  weight)  of  hauled  sewage  that  will  be 
managed  through  in-transit  storage  and/or  processing  by  the  waste  management  system. 

The  Applicant  is  reguired  to  submit  the  estimate  for  Financial  Assurance  together  with  the 
application  package  to  the  Director,  Section  27,  EPA  at  the  Environmental  Assessment  and 
Approvals  Branch. 

3.4.1         In-transit  Storage  -  Hauled  Sewage  (Financial  Assurance  required) 

In-transit  storage  means  the  temporary  storage  of  hauled  sewage  during  transportation,  prior  to 
final  disposal  at  a  sewage  treatment  plant,  spreading  field  or  other  waste  disposal  site.  This 
does  not  include  storage  of  hauled  sewage  over  longer  time  periods  such  as  winter  storage. 
In-transit  storage  must  be  located  at  the  truck  yard  that  is  part  of  the  waste  management 
system,  and  must  be  for  the  exclusive  use  of  trucks  which  form  part  of  that  system.  No 
sewage  hauler  may  deposit  wastes  at  a  storage  facility  that  is  not  part  of  their  waste 
management  system.   Prefabricated  tanks  for  in-transit  storage  must  conform  to  reguirements 
for  a  Class  5  Sewage  System  under  the  Ontario  Building  Code,  or  CAN/CSA  B66-05.   In-transit 
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storage  facilities  built  on  site  must  be  certified  by  a  professional  engineer.  To  ensure  that  the 
storage  facility  is  used  for  in-transit  storage  only,  it  must  be  completely  emptied  every  two 
weeks.   In  order  to  incorporate  in-transit  storage  into  their  waste  management  system  C  of  A, 
sewage  haulers  must  obtain  approval  from  EAAB.  The  terms  and  conditions  of  the  C  of  A  will 
require  the  owner  to  operate  the  storage  facility  in  such  a  way  as  to  prevent  spills  and  adverse 
effects  and  to  maintain  records  to  demonstrate  compliance  with  Ministry  requirements. 

3.4.2         In-transit  Processing  -  Hauled  Sewage  (Financial  Assurance  required  if 
processing  occurs  in  storage  tanks  referenced  in  3.4.1,  but  not  if 
processing  occurs  in  trucks) 

In-transit  processing  and  treatment  means  processing  of  hauled  sewage  during  transportation, 
prior  to  final  disposal  at  a  spreading  field  or  other  waste  disposal  site.   Processing  and  treatment 
(such  as  aerobic  or  anaerobic  digestion,  dewatering  and  lime  stabilization  or  other  means  of 
stabilization)  will  be  allowed  to  take  place  within  the  approved  waste  management  system.  The 
terms  and  conditions  of  the  C  of  A  will  require  the  owner  to  operate  the  storage  facility  in  such  a 
way  as  to  prevent  spills  and  adverse  effects  and  to  maintain  records  to  demonstrate  compliance 
with  Ministry  requirements. 

For  more  information  about  Financial  Assurance  and  Hauled  Sewage  Waste  Management 
Systems,  Applicants  should  refer  to  the  Ministry  Green  Facts  sheet  entitled  "Certificates  of 
Approval  -  Hauled  Sewage  Waste  Management  Systems"  (February  2006),  PIBS  5458e 
available  on  the  Ministry's  website  at 
www.ene.gov.on.ca/environment/en/resources/STD01_076031.html. 

For  more  information  about  Financial  Assurance  and  acceptable  forms  of  Financial  Assurance, 
reference  should  be  made  to  Section  5  of  the  "Financial  Assurance  Guideline",  Guideline  F-15, 
PIBS  0226e03.  The  Applicant  will  be  required  to  provide  Financial  Assurance  to  the  Ministry  in 
the  appropriate  form  and  amount  as  a  condition  of  the  C  of  A. 

The  Financial  Assurance  amount  is  returned  to  the  Applicant  upon  revocation  of  the  C  of  A  and 
the  confirmation  by  Ministry  staff  that  implementation  of  any  remedial  measures  are  not 
necessary. 
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